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CARLSON  NURSERY 


Route  2,  Box  483-B 
SAN  DIEGO,  CALIFORNIA 


WHOLESALE  PRICE  LIST 

Terms:  Cash  with  order,  F.  O.  B.  San  Diego,  California. 

ALWAYS  ORDER  BY  NUMBER 

For  One  Inch  Pots 


No.  Price  Each 

1RW  Wall  Bracket . . . 06 

2W  “  “  08 

3W  “  “  . . . 11 

3WC  “  “  . ..*...  .11 

4W  “  “  12 

IS  Standard  . 10 

2S  “  10 

3S  “  10 

4S  “  11 

5S  “  12 

6S  “  13 

For  One  and  one-half  Inch  Pots 

1MW  Wall  Bracket . 06 

2MW  “  “  .08 

3MW  “  “  11 

4MW  “  “  14 

1MC  Standard . 10 

3MS  “  12 

4MS  “  13 

For  Two  and  one-fourth  Inch  Pots 

1LW  Wall  Bracket  (pair) . 14 

4LW  “  “  20 

Succulents  for  above  in  one  inch  and  one 
one-half  inch  pots,  painted  and  decor¬ 
ated  in  ten  assorted  colors .  .05 

Empty  painted,  decorated  pots  in  the 
three  above  sizes .  .02)4 

Rooted  succulents  for  one  inch  pots . ....$2.75  per  100 


Rooted  succulents  for  one  and  one-half  inch  pots  2.75  per  100 
Rooted  succulents  for  two  and  one-fourth  in.  pots  3.00  per  100 

The  first  four  items  under  the  \}4  inch  group  are  identical 
to  the  first  four  in  the  inch  group  except  for  size  and  the  4LW 
is  like  the  4W  and  4MW  except  for  size. 
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